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125°F 
D4022-5 
HONEST-WELL 
T23A125BSR2-15 
3775628 
125°F 
NEWARK 
98K1992 
3775628 
I 
125°F 


D4022-X THERMAL 
SWITCH 
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REV.C 


SHEET40F4 


SCALE 


NTS 


TITLE 
FUEL PUMP 


DART AEROSPACE 
LTD 


HAWKESBURY,. 
ONTARIO, 
CANAOA 


DRAWlNGNO, 
D4022 


DESIGN 


DRAWN 


CHECKED 


MFG. APPR 


APPROVED 


DE APPR. 


DATE 
12.02.09 
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NOTES: 
IIMATERIAL: 
N/A 
2 
FINISH: 
N/A 
3l TOLERANCES: 
PER DART 
OSI 018 UNLESS 
OTHERWISE 
NOTED 
4 
UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
GES: 
0.005 
TO 0.010 
MAX 
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